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ABSTRACT 


Single flick xenon flashtubes have periodically been 
used by the U.S. Coast Guard as visual Signals on marine 
aids-to-navigation. Their deployment has met with mixed 
responses. iaemeonspicuney of the signal is excellent; 1t 
stands out among other visual signals, both flashing and 
steady lights. However, the flick is apparently too short, 
approximately 100 usec, for the mariner to fixate on it. 
He, therefore, is unable to make an accurate judgement con- 
cerning the distance to the light. This thesis utilized a 
Howard-Dolman Box to examine the depth perception of sub- 
feeessUNe@er Various flashing light conditions. Ten subjects 
qualified for the experiment and were trained. The subjects 
were then presented single and multi-flick flashtube bursts 
in an effort to determine which signal(s) provided depth 
perception that was comparable to that of a flashing incan- 
descent aid-to-navigation. No significant differences 
between the light sources were found. The lack of dif fer- 
encesomWwao ss aucriouted, in part, to the unreliability of the 
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I. INTRODUCTION 


A. MARINE AIDS TO NAVIGATION 

Beee@ertrmed in Title 14, U.S. Code, the United States 
Coast Guard is charged with establishing, maintaining and 
Operating the system of maritime navigational aids used 
throughout the United States waters. in ad@earien to fixed 
position shore aids, the system is comprised of some 22,000 
buoys, 4000 of which are lighted. These aids are designed 
to serve the needs of commerce, the armed forces, and 
recreational boaters. The Coast Guard establishes, main- 
tains, and operates these floating aids with several types 
of resources, ranging from a 2 to 3 man aids-to-navigation 
team using a 12 foot Boston Whaler to a 180 foot sea-going 
buoy tender with a crew of 50. 

All of the lighted aids contain a solid state flasher 
Which provides the signal characteristic, while the signal 
itself is provided by an incandescent lamp. Thre? Lamps 
visual signal is focused by an acrylic lens and it may be 
filtered to provide a white, red or green signal. 
Additionally, six lamps are housed in the buoy signal 
package in a multiple lamp changer. Each light signal is 
energized only during periods of heavy fog, dusk, and 


darkness. 
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All lighted buoys operate on 12 volts DC provided by a 
series or series-parallel combination of air de-polarized 
eierbls. Presently some buoys are having a 12 volt 
photovoltaic system installed. 

The solid state flashers provide ten different flash 
Smemacteristics. Fairways are marked with lighted buoys 
that produce a short flash followed by a long flash, or a 
Morse Code alpha (= ---) characteristic. Channel sides are 
marked with lights that flash every 2.5 seconds, every 4 
seconds or every 6 seconds. Wrecks and obstructions are 
marked with interrupted quick flashing signals. These 
Signal combinations along with the three color choices of 
white, red, and green provide enough combinations to make 
each buoy different from its nearest neighbor. 

Present requirements dictate that each buoy be serviced 
on site at least once a year. The purpose of the service 
is to check the signal, the battery, and the position. A 
buoy may be serviced more frequently if, because of the 
Pivemsity or characteristic of the visual signal, the 
buoy's batteries would expire in less than a year. in 
fact, many buoys receive 2 or 3 visits per year due to 
Mune t toning signals, or off station reports. Signal 
malfunctions can be caused by defective lamps, poorly 
regulated batteries, or personnel error during maintenance. 


Collisions and acts of nature also account for buoy signal 
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Maltiunetions. The operating cost estimates for aids-to- 
Mavigation servicing units range from $325 per hour for a 
sea-going buoy tender to $51 per hour for an aids-to- 
navigation boat (33 CFR 74.20). These costs are exclusive 


Omesalaries. 


B. USING FLOATING AIDS TO NAVIGATION 

Floating aids-to-navigation, as well as aids that are 
fixed to land, are used differently by various mariners. A 
large oil or ore carrier must be aware of his position 
relative to nearby shoals and the channel. AS an example, 
when standing into a harbor or bay after dark he will first 
encounter a fairway buoy which indicates that he is at the 
point where he starts nis approach into the harbor or Day. 
Up until this point he may have been using LORAN C or some 
other electronic means as well as radar for navigation. 
Now he is likely to switch to a combination of visual and 
radar navigation. AS he nears the channel he will start to 
pick out buoy lights from the background lighting. The 
degree to which a buoy light signal stands out from the 
Surrounding or background lights is very important and may 
vary from area to area. For example, New York Harbor has 
heavy background lighting into which the bduoys blend, while 
at the entrance to the Delaware Bay (Port of Wilmington) 
the buoys are much more conspicuous due to the low level of 


Bacierround lighting. 
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As the vessel approaches the channel, the master must 
use his navigational equipment, usually his radar, to 
determine the range to the first set of buoys prior to 
foming his turn up the channel. An experienced ship 
@eieeain, familiar with the area, may rely solely on the 
buoys. He may use their brightness, or interposition with 
other objects to make his turn up the channel. Once in the 
channel, the master usually relies on the aspect of the 
line of the side channel buoys to judge his distance to the 
right or left of center channel. 

With a channel turn or channel junction approaching, he 
will use the junction buoy to estimate his time to start 
iss turn. He will use its brightness, and its position 
relative to the other buoys and landmarks. He will also 
use the relative motion of the buoys with the background to 
judge distance to buoys. He will probably confirm a buoy's 
range with his radar. It is necessary to keep in mind that 
a large bulk-carrying merchant vessel does not handle like 
an automobile. Such a vessel may advance several hundred 
yards at 12-15 knots before it has completed a small 15 to 
20 degree course change. Throughout this process the ship 
Gaptain is relying on lighted buoys to assist him in 
directing his vessel. He needs a conspicuous signal from 
the buoy, one that cannot be confused with any other buoy 


in the immediate vicinity. He also needs to be able to 
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have his eye fixate on the signal to enable him to make a 
decision or judgement. 

At the mouth of the harbor or bay, the vessel may have 
acquired a qualified harbor/bay pilot for that local area. 
This is a qualified captain who has uSually made several 
hundred transits of the area. He directs the movement of 
the vessel through the familiar waters with even more 
reliance on the buoys than the ship's captain. he {pakoe 
@omeentrates on the buoy's interposition with other 
objects, relative position among the buoys themselves, and 
relative motion of the buoy and background. Harbor pilots 
have been Known to report buoys as being 25-50 yards off 
Station, which may seen insignificant, but which frequently 
is critical. Their ability to make such precise judgements 
of the buoy's position comes from their experience in 
mexvaezing. the information content of the buoys. A large 
part of this skill may be attributed to their ability to 
fixate visually on the buoy and perceive the buoy within a 
convext. The buoys are used for estimating the vessel's 
position until the ship is finally docked. The degree to 
which the buoys are used over other aids is dependent on 
the types of aids and the configuration of each harbor. 
However, during a transit of a harbor or waterway the 


Majority of position information is gained from buoys. 
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The scenario for departing a harbor at night is very 
Similar to the arrival. However, as the vessel gets closer 
and closer to the open bay or ocean, background lighting 
disappears. There are fewer and fewer land objects and 
iments With which to line up a buoy. In the worst case 
situation, the captain may have a lighted buoy against a 
Dlack background. Although conspicuity of the signal would 
be excellent, there would be no interposition or relative 
motion with other objects, by wnich the mariner could gain 
some distance information from the buoy. He would probably 
Geevye more heavily on the buoy's brightness for range 
information or perhaps resort to his radar. 

A transit of a bay and harbor would be less complex on 
a small boat. Because of its shallower draft, a small boat 
probably does not need to stay in tne channel. The skipper 
of the boat may even operate outside the channel or cut 
Outside the channel at turns. However, he probably does 
not have radar and because his height of eye is closer to 
the water, he can't see as many aids as the master can on a 
larger vessel. His lower height of eye will, however, give 
nim more interposition and bearing rate cues from buoys. 
However, like the master of a large vessel, he relies 
heavily on the fact that he can fixate on the buoy light, 


and he can estimate its position or distance. 
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Poke oHlTUBES AS AIDS TO NAVIGATION 

Over the past 15-20 years the Coast Guard has 
occasionally replaced the incandescent lamps in aids-to- 
navigation with xenon flashtubes. These flashtubes have 
been limited-use signals, being employed where a con- 
spicuous aid was necessary. The most prominent example of 
flashtube usage is Ambrose Light Tower at the entrance to 
New York Harbor. The operation of a flashtube is described 
and diagrammed in Appendix A. 

1. Positive Aspects of Flashtubes 

A single flash from a xenon flashtube is called a 
flick and a series of flicks is called a flash or burst. 
Xenon flashtubes used as aids-to-navigation have generally 
been Single flick. The duration of the flick has been 
approximately 100 y» seconds, and it is partially due to 
Mes Very short flick that the flashtube gets its high 
Pemoopiculvy. Conspicuity is the attention attracting value 
of a (flashing) light signal (Holmes, 1971). The light 
Signal stands out to the human eye when located among other 
light signals. There is no standard method for numeri- 
cally determining the "attention getting value." A field 
evaluation of xenon flashtubes as a warning signal on 
railroad train locomotives resulted in the finding that 
"Under all conditions the strobes (sic) were unanimously 
judged to be readily visible and attention getting." (FRA, 
i> ) . 
18 





Other advantages of the flashtube were well 
documented by Montonye and Clark (1970). They stated that 
the extremely short duration of a flick provides a higher 
effective intensity than a longer flash of equal integrated 
intensity. Furthermore, the tests that they performed on a 
xenon flashtube lamp indicated a lamp life several times 
that of the combined lamp life of six incandescent lamps. 
Also, the efficacy (conversion of input energy to visible 
output) at the light source is greater than that of an 
incandescent lamp. The total result of these several 
positive factors is amore reliable light source which for 
the same luminous range is more conspicuous and more 
economical than an incandescent source (USCG, 1970). 

Flashtubes for marine usage are presently produced 
by several companies and some of these are purchased by the 
Coase Guard. Using energy consumption and luminous range 
Output figures for flashtubes and the Coast Guard's energy 
consumption and luminous range data (USCG, 1972), Figure 1 
Was produced. It is clear that buoy batteries last about 
50% longer with a flashtube than with an incandescent 
source. With the cost of batteries for a recharge 
approaching $500 per buoy and a recharge lasting about 1.5 
years, the possibility of realizing a tremendous savings 
through more wide spread usage of flashtubes is apparent. 
Assuming 4000 lighted buoys, the savings could exceed over 
one million dollars per year. 
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¢. Negative Aspects of Flashtubes 


Despite the positive aspects of condenser discharge 
lamps, their use as an aid-to-navigation remains limited. 
This is due primarily to their non-acceptance by the 
mariner. The “excessive brilliance at relatively close 
Quarters" and "lack of depth perception" are the two major 
complaints of mariners (ISFL, pp. 165-166, 1971). 

The excessive brilliance when close aboard 1S 
commonly called the "flashbulb effect." yee Nias Oe 
partially explained by considering the spectrum of a xenon 
flashtube signal (Figure 2), and the mariners task of 
navigating a channel. AS a Duoy gets closer and closer the 
mariner is likely to shift his concentration to buoys that 
lie farther along the channel line. As he focuses on those 
buoys ahead, buoy lights from tne side or abeam begin to 
impact on his retina. Consequently, the blue spike in the 
xenon spectrum has more impact scotopically than it did 
photopically, creating a sensation of a flash of greater 
apparent brightness. This is not a fully adequate and 
complete explanation of the flashbulb effect. However, it 
does serve to partially explain the effect, and allows 
concentration on the more serious deficiency of flashtube 
Signals, the lack of depth perception of the signal. 

This lack of depth perception from the flashtube 


Signal has been attributed to the short pulse length (USCG, 
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ayo) . Xenon flashtube signal pulses are described as 
being from 3 to 120 y seconds in duration, depending 
Damtially on the intensity level at which the flick is 
considered to be off. Flick duration is also dependent on 
the distance between electrodes and the charged voltage of 
the capacitor. Regardless of what is considered to be the 
duration of the pulse, it is too short to permit the eye to 
fixate on it. 

When viewed without a reference point, a single 
flick flashtube signal will appear to jump from position to 
position with each flick. IT have encountered the same 
effect when taking a bearing on a flashtube signal. The 
ieemeis too short to allow the mariner to fixate on it and 
align his alidade. This iS an apparent contradiction to 
research showing "that the time required to take a bearing 
on a flashing light is independent of flash length" (White, 
195). 

White's work involved having experienced navigation 
personnel take bearings on a single flick flashtube (100 u 
second flick) and a flashing incandescent lamp with various 
Piasaeadurations from 0.1 sec to 2.0 sec. This was done in 
a dark lab using an alidade mounted on an illuminated gyro 
repeater on a non-rotating, stable platform. The time to 
take an accurate bearing was the dependent variable. His 


observers had a reference point on the compass card for 
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their bearing observations, which, in my opinion, enabled 
mem tO arrive at his conclusions. In gag@e@ition. White “aid 
point out further study with relative motion was necessary 
to confirm his laboratory findings, which were performed 
Without relative motion. 

However, Montonye and Clark stated after thorough 
field evaluation of a flashtube that the lack of depth 
perception was due to the eye's inability to fixate on the 
signal. One field test position was on the Mississippi 
River near Memphis with heavy background lighting. 
According to a report by the Second Coast Guard District 
Office, responses concerning the light were favorable, 
Oeamicipally because of its conspicuity, but, "A few 
mariners observed that the light could be improved if the 
flash period could be made longer. The short flash period 
Causes some difficulty in lining up the light." (USCG, 
19,710). . 

Information on depth perception deficiencies of 
flashtube signals is nearly all anecdotal. The limited use 
of flashtube signals as aids-to-navigation results in a 
very small data base for these signals. Consequently, it 
Seeeorerreure to link marine collisions or groundings to 
these signals because of the small, nearly non-existent, 


data base. 
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Dyeebekon ENG LIGHT THEORY 
The use of flashing lights as opposed to fixed lights 
for marine navigation makes the aids more conspicuous when 
Sem@erasted with the libents on snore. Tnerefore, a 
summarization of flashing light theory, and its laws and 
effects is necessary to understand the problem and its 
possible solutions. The reader who is familiar with this 
topic may desire to read the "Depth Perception Review," 
Wheen follows this section. 
fie tareshold of Vision 
The absolute illumination tiuresnold is a 
measurement of the amount of energy spread over one square 
sea mile that can just be perceived by an individual. The 
aids to navigation threshold is not the absolute threshold, 
however, but is a more practical threshold about 2 log 
units above the absolute threshold. The illumination 
threshold used in aids-to-navigation computations is 0.67 
Sea-mile candles. It can be converted to foot-candles by 
using the fact that there are 2000 yards per nautical mile 
Cmmiy) and dividing 0.67 by 3.6 x 10!) the number of square 
feet in a square sea mile. The 0.67 sea-mile candles 
assumes a clear, moonlit night with no background lighting, 
and the observer moderately dark adapted. This tagesnold 
bomeaciiicwed Uoward by 1 and 2 log units for cases of 


intermediate and heavy background lighting. A figure of 
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0.2 micro-lux is equal to 0.67 sea-=mile candles, and has 
more widely accepted units. 
2. Allard's Law and the Blondel-Rey Law 
In order to adequately discuss aids-to-navigation 
it is necessary to be aware of the physical laws affecting 
meee signals. An understandng of Allard's Law and the 
Blondel-Rey Law is critical to understanding flashing light 
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phenomena. Allard's Law states that I=ED where: 

I = fixed intensity (candlepower) 

EF = observer's threshold illumination (foot-candles) 

T = transmissivity of the atmosphere = exp(-u) 

D = distance (feet) 
Allard's Law then provides the necessary intensity of a 
fixed light for a given luminous range. Usually aids-to- 
Navigation signals are flashing to enhance their 
Cemopicuity. Therefore, a fixed-intensity-equivalent is 
necessary for a flashing light. In 1912 Blondel and Rey 
developed the relationship between fixed and flashing 


lights when viewed at threshold. Using square pulses they 


arrived at: 





ae aaa — 
where 
I. = equivalent intensity (candlepower) 
t = time of the flash (seconds) 
I = intensity of the flash (candlepower) 
aeee-wcomoeant (0.21 sec at threshold) 
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The value of "a" has been found to be constant under a 
Peoeyem set of conditions. It is normally used only with 
threshold conditions when it is equal to Q.21 sec. ie 
supra-threshold conditions are applied the value of "a" is 
generally found to be smaller. However, its value at 
conditions other than threshold, where I and I, are clearly 
defined, depends on how the values of I and sb are defined 
or matched. 

If the wave form was not a square wave, then their 
law is modified to 


t 
ae 
t 


1 
e a + C(t. - t,) 


iE 
where the limits of integration are not the times of onset 
and offset, except with a square wave, but rather t, and ts 
are the times which will maximize the integral; they occur 
when the intensity (I) equals the effective intensity (1). 
Pare 3 illustrates this integration graphically. 
Operating at threshold allows the interchanging of 
l1llumination and intensity and the Blondel-Rey Law can be 
expressed as 


Oe 
aE, = i CE me  idit 
t 


] 


and effective illumination can be determined for any pulse 


shape (Schmidt-Clausen, 1971). 
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From the first form of the Blondel-Rey equation the 
advantage in effective intensity of the short flash 1s 
apparent. For a given expenditure of energy (It), 
particularly below the critical duration, the greatest 
effective intensity is obtained from the flash with high 
intensity and short duration. The xenon flashtube takes 
advantage of this effect, which is not the same as the 
Broca Sulzer Effect or enhancement. 

Peewsmeca isulzer Effect 

The Broca Sulzer Effect occurs with single flashes 
Oomeemee duration 0.03 to 0.1 sec), at supra threshold 
levels. The apparent brightness of a flashing light, 
Shortly after the onset of the flash, is greater than that 
of a fixed light of the same intensity (Holmes, 1974). The 
Broca Sulzer Effect has been explained by suggesting that 
initial response of the eye overshoots the final 
equilibrium level. The effect has been confirmed to occur 
With white and colored light, in the periphery and the 
fovea, with different sized stimuli, monocularly and 
Din@emlarly (Katz, 1964). 

Enhancement is similar to the Broca Sulzer Effect, 
but applies to rapidly repeated flashes. Also the flashes 
muSt be viewed at a moderate to high illumination level. 
The apparent brightness of the flashes is greater than tnat 


of a steady light of the same maximum intensity. 
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a Gmenuoaleouration and Bloch's Law 

Much experimental work has been done on the 
Semobeal duration effect. Critical duration is defined as 
the time period "during which the retinal image typically 
moves through an angle less than that of the separation 
between adjacent single central cones" (Graham, 1965). The 
movement of the image is due to the involuntary movements 
of the eye. This means that if two separate light flicks 
were presented during the critical duration period they 
would both impact on the same cone receptor’ and 
consequently, the illumination would be summed by the eye. 
The period or duration of this temporal summation by the 
eye is approximately 0.1 seconds. This is an average value 
obtained by comparing several experimental works referenced 
in Graham, 1965 and Cornsweet, 1970. 

Critical duration is directly related to Bloch's 
Mae which states that “For short flashes near the 
Peeesnold, only the quantity of light (the product of 
luminance or flux and time) is effective" (Holmes, 1971). 
This says that for short flashes the effect on the eye will 
be a constant if the product of luminance (L) and time (t) 
Som@als a constant. baeciem So sLaW is applicable with 
increasing time, up to critical duration, beyond which a 
given effect is achieved with a given level of luminance 


(Figure 4). 
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Pee bicker Fusion Frequency 


Flicker fusion frequency (FFF) is another factor 
meee Has an important bearing on the use of a multiflick 
flashtube for an aids-to-navigation signal. Peles the 
frequency at which separate pulses of light appear to be 
fused to the observer. (iimsseis “also commonly called 
Gritical flicker frequency (CFF). 

The frequency at which the signals fuse depends on 
several variables. Pepegeial listeof stimulus variables 
effecting CFF would include the contrast between the 
flicker stimulus and the surrounding area, the size of the 
stimulus, the color of the stimulus and the number of 
flashes presented. Characteristics of the observer such as 
age, visual acuity and state of dark adaptation also effect 
PP. Additionally, there can be interactions between 
stimuli and observer's characteristics which have an effect 
on CFF. Graham presented work by Berger in 1953 on FFF in 
number of flashes per second. From this work it appears 
that for an aid-to-navigation viewed at a distance with no 
Dackground illumination, FFF would be approximately 
11.5-14 Hz. (Graham, 1965). This disregards any variations 
in the observers, and assumes it is for two flicks. 
Diiaabey sand Lansing in 1956 found that under conditions 
Where CFF was 40 Hz. for a series of continuous flashes, in 


order for just two flashes to be seen as separate it was 
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necessary to present them at a time interval corresponding 
mon 14 Hz. Dipsomenadtcabes thav CFF is also dependent on 
time of exposure, and tnat the eye is more sensitive to 
temporal inhomogenieties for a series of flashes than for 
two flashes. 
6. Light-Dark Ratio 

Light-dark ratio (also called light-time fraction) 
miesoenas an impact on flashing light theory. CFF was found 
to vary with the duration of exposure, which also is a 
change in light-dark ratio. Work by Williams and Allen 
(1971) dealt with thresholds as a function of pulse length 
and null period, or light-dark ratio. They used five null 
periods ranging from 0.025 sec to 3.20 sec and nine pulse 
Wemerns ranging from 0.01 sec to 1.60 sec. Only for their 
two longest null perids 0.40 sec and 3.2 sec did the 


Blondel-Rey constant approach the 1912 value of 0.21 sec. 


Eeeeeee ri PERCEPTION REVIEW 

Visual depth perception is an important function in 
navigating a ship through a channel, even with the radar in 
use. A great deal of navigation is done by "seaman's eye" 
With the captain, pilot, or conning officer making his own 
judgements of the time or distance to turn and the course 
to steer based on the positions of the buoys and other 
aids. If no depth information can be obtained from a buoy 
Pemiiisies bbs tTlick is too short, this compounds the 


Mariner's problem of navigating the channel safely. 
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depth. 


Depth Cues 


Granam lists 9 ecues that are uSed to determine 


These are divided into the two catagories, 


monocular and binocular, summarized below: 


1) Monocular Vision 


a. 


Relative size. An object of known size produces 
a retinal image whose size depends on its 
distance. We then perceive this object, a 
football for example, as either near or distant. 


Eaverposi tion. An overlapping object is 
perceived to be closer than the overlapped 
Ooject . 


Linear perspective. A constant distance between 
points subtends a smaller and smaller angle as 
the points move away from the observer. A single 


row of telephone poles is a good example. 


Aerial perspective. The surface details of an 
Souecets provide ~a clite to its distance. An 
absence of these details indicates the object is 
Gass ealiml: . 


Monocular movement parallax. As an observer 
moves his eyes with respect to his surroundings, 
a differential angular velocity will exist 
between the line of sight to a fixated object and 
any other object in the visible field. Near 
objects appear to move against the direction of 
movement, and distant objects move with the 
direction of movement, thus providing a depth 
cue. 


Light and shade. Different combinations of 
Shadow and highlight are reported for objects 
lying at different distances. 


Accommodation. Accommodation (focusing) is only 
of consequence at distances of a few yards. 
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2) Binocular Vision 


a. Convergence. As an object gets closer and closer 
the eyes are turned in a coordinated manner so 
that the lines of fixation converge on the 
Qoyect. Convergence is effective out to a 
distance of several yards. 


b. Stereoscopic vision (stereopsis). When viewing 
an object in the surroundings the retinal image 
on the right eye is in a different position from 


the retinal image on the left eye. This retinal 
Grsparicty is stne basis for making spatial 
discriminations (Graham, 1965). Stereoscopic 


vision is effective to 135 meters (Haber, 1973). 

A mariner in transitting a harbor or channel at 
meee would use, principally, interposition, movement 
parallax, light (and shade), and stereoscopic vision to 
determine distances of navigational lights. ieLeOr ome se 
cues require fixation of the eye on the light signal. 

2. Howard's Experiment 

In 1919 Howard, who was concerned about real depth 
perception of naval aviators, devised an experiment to test 
depth perception. Howard's apparatus differed from other 
apparati then in use in that he measured real depth 
perception, providing only cues of stereoscopic vision and 
Size. Other apparati utilized a stereoscope to present 
different images to each eye. Howard's apparatus, which is 
referred to as a Howard-Dolman Box, required that the 
observers view two objects in space and determine which was 


closer. 
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Howard's observers sat 6 meters in front of the 
box, which had an opening 12 ecm high and 20 cm wide. Two 
Wetec al sticks, 1 cm in diameter and horizontally 
separated by 6 cm, were visible. One stick could be moved 
toward the observer, the other was fixed. The back of the 
box was flooded with white light so the sticks appeared 
dark. Howard then used the method of limits to determine 
the threshold angle of retinal disparity. He placed the 
movable stick at 0.5 em increments of distance greater than 
or less than the fixed stick. By means of a shutter, he 
gave the observer a brief glance of the two sticks. The 
observers then reported which stick was nearer. 

Howard's apparatus provided only two depth cues. 
These were stereoscopic vision and size. Howard (1919) 
determined by a monocular-binocular comparison tnat’ the 
size cue was 1/20 of the stereoscopic vision cue. Howard 
found a wide variation in the depth perception abilities of 


his subjects, who were mostly naval aviators. 


EemeolCATEMENT OF THE PROBLEM 

The flash provided by one flick of a xenon flashtube is 
typically about 100 u seconds in duration. Tatseiduinatton 
iemeeoO Sshert to permit the human eye to fixate on it. 
Mmeewoulmnemsehe flick is too short for fixation, it is pro- 
duced for a given luminous range with about a 50% savings 


in energy over the standard incandescent flash for this 
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Same range. So while the flashtube flick is more efficient 
to produce, it may not be as usable as -the standard 


incandescent flash. 


G. GOAL 
The goal of this evaluation was to determine through 
laboratory experiment the flick rate and the number of 
flicks of a multi-flick xenon flashtube, with a 4 second 
duty cycle, which will provide depth perception comparable 
to that of a0O.4 second flash from an incandescent lamp, 
figeea 4+ second duty cycle. 
ieee enoice of a 4 Second Duty Cycle 
The selection of a presently employed aid-to- 
Navigation with which to compare the flashtube was 
relatively easy. An involved characteristic such as the 
Morse Alpha (- ---), would be difficult to reproduce in the 
flashtube controller. An equal interval characteristic (on 
and off times are equal) might get involved with some 
complex light-dark ratio relationships. The flashing 4 
second incandescent is the most widely used aid-to- 
navigation signal the Coast Guard employs. Consequently, 
if flashtube use did appear feasible, sites for field 
testing would be numerous without changing the buoy's 
characteristic. Also, with the popularity of the 4 second 
duty cycle light, any possible small energy saving per unit 


might have a significant impact economically. 
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2. Choice of Flashtube Signal Selection 

The flashtube signals selected were a single flick 
em@a@ethree multi-flick bursts at 12 Hz. ime Gatter three 
were 3 flicks (0.25 sec duration), 4 flicks (0.33 sec), and 
5 flicks (0.42 sec). One flick was not an acceptable 
alds=-to-navigation signal due to its short duration. While 
5 flicks should have been acceptable because the duration 
approximates that of the acceptable incandescent source, 
the 3 and 4 flick signals were tested to help provide 
information as to the threshold time duration for fixation 


on a flashtube burst. 


Pee OlnEOES 

Two sets of hypotheses were developed. The reason for 
two sets was that the duration of the signal that would 
allow adequate depth perception was not known. However, it 
was expected that the duration lay between 100 u sec (1 
flick) and 0.25 sec (3 flicks), or between 0.25 sec (3 
flicks) and 0.33 sec (4% flicks). These suppositions were 
based largely on the fact that the 2.5 second duty cycle, 
0.3 sec flash incandescent lamp is considered a satis- 
factory signal by the mariner. This gives some evidence 
that the fixation time for these light sources is less than 
Q.3 seconds. 

In each set of hypotheses, the first nypothesis was to 


moeeecested first. If it was rejected, the second 
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hypothesis, although the data may support it, was 
meaningless in attempting to determine the fixation time. 
Mmameeemis case the second set should be considered. 
Likewise, with the second set, if the first was rejected, 
the second hypothesis, although it may be supported, was 
meaningless from the standpoint of this evaluation. 

ieee cet 

a. Hypothesis--The mean positioning error value for 
mae 8! flick Sigmal iS Significantly greater than 
the mean error for the 3 flick signal. 

b. Hypothesis--The mean positioning error value for 
Micmj i ltek stenal is not sigmificantly different 
from the means of the errors for the 4 flick, 5 
flick, and incandescent signal. 

Boe oeu Lt 

a. Hypothesis--The mean positioning error value for 
the 3 flick signal is significantly greater than 
the mean from the 4 flick signal. 

b. Hypothesis--The mean positioning error value for 
Weel ciestanal gis not Significantly different 
from the means of the errors for the 5 flick and 
incandescent signal. 


Figure 5 is a diagram of the expected paths the results 


might follow. 
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II. METHODOLOGY 
Peeeeeb EXPERIMENT VERSUS FIELD TEST--LIMITATIONS AND 

ASSUMPTIONS 

Considerable thought was given to conducting a field 
test to judge the depth perception of an observer viewing 
various aids-to-navigation signals. However, field tests 
yielding quantitative results were deemed impractical due to 
the inability to control environmental factors such as sea 
State, ambient lighting, etc. A test range for taking 
suitable measurements would have been needed and additional 
funding and available operating units would also have been 
necessary. Additionally, Montonye and Clark (USCG, 1970) 
had already conducted a very thorough qualitative field 
Study. Working flashtube buoys had been placed in several 
geographic locations and mariners' comments were solicited. 
The negative aspect of the short flash was documented and 
Montoyne and Clark concluded that one flick was too short 
for the eye to fixate on. 

Qualitative results were necessary to determine at what 
time duration the mariner no longer would perceive the flick 
Or burst as being too short. Such results were most easily 
obtainable in the lab. The depth information perceived in 
the lab was based solely on two cues, size and stereopsis, 


while in the real world situation the mariner has several 
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usable depth cues. Miieeoresemese cues require fixation on 
the object (light) to be effective and it was assumed that 
the use of different cues did not require different fixation 
times. 

Derr erent conditions in the sWrroundings do effect 
fixation time, as shown by White (1965). With a reference 
point, fixation time will be shorter than in the case where 
the light appears in a completely black background. Unless 
he is steaming out of a port and has a single buoy left 
between himself and open water, the mariner would normally 
have several references available. The worst case situation 
that could be modelled in the lab was this situation, with 
only one reference available. As described below under 
"Apparatus," the flashing light models the buoy while the 
lighted stick models a reference point that enables the 
observer's estimated line of sight to the buoy to be very 
close to where the buoy light would appear. Thee pwoal® of 
this experiment was to measure the ability of an observer to 
match a stick position with a simulated buoy light. The 
absolute worst case of a single flash appearing against a 
totally black background would not be useful in the lab. 
Nothing could be co-located with the light source to provide 


measurements. 
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B:  BeeaRATUS 
The apparatus for tne experiment consisted of a Howard- 
Dolman Box (used for measuring depth perception) with two 
Signal sources. One source was a flashntube and controller 
and the other was a flashing incandescent lamp. Scaling and 
transmission of the light signals to a position where they 
could be viewed by the subjects was accomplished by filters 
and a fiber optic bundle. 
1. The Howard-Dolman Box 

The apparatus used to present the light signals to 
the observers was a Howard=Dolman Box. The box was 60 cm 
high, 40 cm wide, and 120 cm deep. The box frame was 1" by 
ee" furring strips which were covered by black cloth and flat 
black poster board. A horizontal opening 12 ecm high and 27 
ecm wide was centered and cut out of the front end of the 
box. The horizontal centerline of the opening was located 
137 cm above the floor. The box waS on a movable table 
which had shelves underneath the top surface. The opening 
could be covered and exposed by the testor with a 
horizontally mounted, left opening shutter (Figure 6). 

Running perpendicular to the opening and 5 cm to the 
left of the center of the opening was an optical bench with 
three lens supports (optical bench riders) fastened together 
Which acted as a sliding cart (Figure 7), after the bench 


was lubricated. A system of pullies and strings enabled an 
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Figure 6. FRONT VIEW OF THE HOWARD-DOLMAN BOX 
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Figure 7. SIDE VIEW OF THE TRAVELING CART WITH ITS. 
VERTICAL STICK IN FRONT OF THE FIBER OPTIC 
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Observer in front of the box to move the cart. The lens 
support comprising the back end of the cart supported a 
one em diameter hardwood dowl, 42 cm in length, positioned 
vertically. Gulesetne cenmver 1/3 of this stick was visible 
to the observer. iMempoemie Gon teS tens support was used 
to take readings to the nearest 0.1 em from the horizontal 
scale on the side of the optical bench. The cart's range of 
travel on the optical bench was 70 cm. The two front 
supports of the cart held the flashlight that illuminated 
the stick. The flashlight was wired to a DC power source 
through a flexible microphone cord terminating at the top 
edge of the box, and spliced to 20 gauge wire leading to the 
power source. The flexible microphone cord was not visible 
to the observer. 

Training with the Dolman Box for the tasks was found 
to be essential as will be discussed in "Subjects" later in 
this chapter. During the training session two sticks were 
used. The second stick was identical to the first, but was 
Stationary, and they were placed 14 ecm apart. A similar 
light operated by the second channel on the power source 
illuminated the second stick. Therefore, using the DC power 
source, constant nearly equal luminance of the stick(s) was 
Maintained at a value of 1-2 millilamberts (mL). In 1948, 
Mueller and Lloyd demonstrated that the threshold angle for 


Stereopsis decreased as illumination of the objects being 
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viewed increased. Threshold angle becomes a minimum and 
then levels out at luminance levels of one millilambert, and 
greater (Graham, 1965). Therefore, keeping the luminance 
levels greater than one millilambert assisted the subjects 
in making more accurate depth measurements. 

ee Wie Signal Sources 

The flashtube signal controller (Figure 8) was 
located on the shelves under the table directly in front of 
the tester who was seated on a stool. Also on the shelves 
were: a frequency counter, the DC power source for the 
flashlights, and the DC power source for the incandescent 
lamp. The flashtube itself, along with the incandescent 
lamp was mounted on the back of the table. The flashtube 
was placed in a cylinder which was closed at both ends. The 
incandescent lamp was mounted in a 6 place lampchanger on 
top of the solid state flasher and was located in the base 
of a 155 mm navigational lantern. Both sources and the 
shelf area were covered with black cloth, and the flashtube 
container was also covered with acoustical packing to 
prevent the observer from "hearing" the flicks. 

A 3.2 mm diameter, 120 cm length fiber optic bundle 
was used to transmit the signals into the box. When the 
flashtube signal was used, the pick-up end of the fiber 
optic was placed through a hole in the surrounding cylinder. 


The fiber optic bundle was passed through the side of the 
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cylinder and positioned in the center of the reflective 
shield approximately 3 cm from tne flashtube envelope. For 
the incandescent source the fiber optic bundle was located 
ieovvcmetromeyne bulb in line with the vertical filiment. 
The fiber optic then transmitted the signal up and into the 
back of the box where the fiber optic was attached to a 
horizontal rod. The rod was mounted on a stand and extended 
into the box in the direction of the observer at his eye 
height. An artifical pupil of 1.44 mm diameter was placed 
over the finished end of the fiber optic (Figure 9). This 
diameter subtended an are of 1.0 min at the observer's 
position and was, therefore, equivalent to a point source 
(Kis eomt969)) . 

The horizontal rod could be adjusted front and back 
ime waemepommetOr a distance of about 15 cm. Therefore, the 
light source was not always in the same position in space. 
It could be moved along the observer's line of sight. 

3. Room Layout 

The observer was seated on a stool at a desk, 5.0 
meters from the center position of the pupil on the fiber 
Opti ee This distance minimized the cues of accommodation 
and convergence and still provided good visual acuity of the 
Sie 1 Cike The observer placed his head in a set of blinders 
that permitted approximately +/- 30 degrees of vertical 


Viewing and +/- 20 degrees of horizontal viewing, while 
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Figure 8. THE FLASHTUBE CONTROLLER ON THE SHELF UNDER 
THE TABLE 










Artificial Punil 
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Figure 9. OBSERVER'S VIEW OF THE MOVABLE STICK AND 


FIBER OPTIC, WITH THE OCCLUDING MATERIAL 
REMOVED FOR ILLUSTRATIVE PURPOSES 
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Deemuroning his line Of Sight at approximately 137 cm, the 
Memeo Of the fiber optic above the floor. Some variation 
Was possible from this position depending on the observer's 
seat to eye height distance. The blinders were raised and 
lowered several cm to accommodate this dimension. ia s 
Still permitted the light source to be viewed in the 
horizontal center of the opening. 

Located 80 cm in front of the observer, at an angle 
of depression of 20 degrees to his line of sight to the box 
opening, was a red lighted 8 1/2" by 11" piece of off-white 
paper (Figure 10). This paper provided an average luminance 
level of 0.8 = 1.0 foot-lamberts (fL), which was within the 
requirements of MIL-STD 1472B (1974). This DOD standard 
States that red floodlighted navigational bridge luminance 
for chart reading should not exceed 1.0 fL. In addition to 
Simulating a chart being illuminated by the mariner, this 
luminance served another purpose. It prevented any observer 
from getting totally dark adapted and maintained all 
observers at a given state of dark adaptation. 

4. The Flashtube Source 

The flashtube signals were produced by a unit called 
Miemeui=Con for “high conspicuity." ia wasmeDuUllymeror one 
Coast Guard about 12 years ago by Dunlap and Associates from 
General Radio components. The principal components are a 


timer, oscillator, and the xenon flashtube. The flashtube 
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Figure 10. TEST APPARATI AS VIEWED FROM BEHIND THE 
THE SUBJECTS TEST POSITION 








itself was a General Radio Stroboslave stroboscopic light 
source capable of 25,000 flashes per minute. The Hi-Con in 
its present condition could produce continuous flicks up to 
a frequency of at least 100 Hz. Ad@itionally, its light- 
dark ratio could be controlled from 0.1 sec to 10 see for 
both the pulse and the eclipse time. Finally, a burst of a 
Sememeenumber of flicks (1,2,3,4,5,8,9,16,17...) could be 
obtained at a given frequency while the eclipse time was 
eomerolled at 4.0 sec. Root niseeiiinal mode of 
operation that the tests were made. 
5. The Incandescent Source 

The incandescent source was the standard Coast Guard 
incandescent buoy signal flashing every 4.0 sec with a 0.4 
sec flash duration. The signal was controlled by a CG-181 
solid state flasher which provided the 4 second duty cycle 
and the 0.4 sec contact closure time. The signal, powered 
by a 12V DC power source, was produced by a 0.25 amp ieV 
lamp with a 6.0 mm vertical tungsten filament. Thies co Ler 
temperature of the lamp approximated 2700 degrees KX. The 
intensity versus time curve of the flashing lamp is shown in 
Figure 3 in Chapter I, as well as the graphical calculation 
of its Blondel-Rey factor. 

6. Calibration and Scaling of the Light Sources 
The method selected to determine whether or not a 


flashtube would make a suitable aid-to-navigation was to 
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Compare it to that of a signal of a presently employed 
meee atvional aid, as discussed in Chapter MI. vine 
incandescent aid selected had a 4 second duty cycle so the 
flashtube signal was adjusted to match it. Every aid has a 
luminous range at which it has some probability of detection 
and it was necessary to match the luminous range of the 
flashtube to that of the incandescent source. Otherwise the 
comparison would not be valid. The perceptual effect of the 
flashtube might be very different if it modelled an 8 mile 
buoy while the incandescent source modelled a 3 mile buoy. 

Sealing the light sources so that both sources had 
equal luminous ranges was facilitated by several 
assumptions. 


1. The transmissivity of the atmosphere was assumed to 
be 1. 


2. Critical duration was not considered. Only the single 
flick flashtube signal and not a multi-flick was 
considered. 


3. No attempt was made to make any calculation for 
enhancement. 


4. Thes,only attenuation to the signal was provided by the 
1/D~ spreading. 


The goal of the scaling was to have the observer receive 
equal "photopic energy" from both sources. 

The scaling was achieved by using a photometer with 
a silicon sensor and an integration time of approximately 
100 milliseconds. The photometer also nad a band pass 


filter approximating the CIE photopic curve. The photometer 
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itself was more suited for practical engineering work than 
lab work. Full details of scaling are contained in Appendix 
By 

Tllumination (E) measurements were made at a 
distance of 1 foot from the end of the fiber optic. The 
flashtube source waS measured with the signal operating 
Commamuously at i100 Hz. This measurement wasS an average 
illumination (E.) value because of the time constant of the 
photometer. It was converted to average intensity (I). An 
intensity scale for the I vs t curve was then developed 
uSing graphical methods. Assuming that the shape of the 
I vs t curve remains constant at any distance (T=1), and 
using the Blondel-Rey Law, the fixed light equivalent 
intensity was then calculated at threshold using E = 0.2 u 
1a: The integration to obtain I, was performed over the 
entire duration of the flash and the value of I (when it was 
less than I.) was neglected (Bates, 1971). 

With the photometer placed 1 foot from the 
incandescent source burning steadily, neutral filters (NF) 
were placed immediately in front of the source until the 
correct value of I. was reached. Daus Clemeineandescent 
source, when energized continuously and filtered, nad the 
equivalent fixed light intensity for the flashtube. when 
the flashing incandescent source was utilized for testing, a 


.62 NF was removed from the set of filters to approximate 
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the [I for a flashing incandescent lamp. The Blondel-Rey 
Meam@icOr torwa tlashing 4 sec, 0.4 sec flash, i2 volt, 0.25 
amo, lamp iS approximately .63 (USCG, 1972). Graphical 
calculation of this value uSing the photographed I vs t 
curve resulted in a factor of .66 (Figure 3). Thus the 
incandescent lamp burning steadily was the equivalent fixed 
intensity for both sources, and the luminous’ distances 
should be equal. 

Due to enhancement, and the advantage gained by the 
short flash (Chapter I), the flashtube should appear 
brighter if both sources have equal luminous distances. 
Indeed, all observers did report that the flashtube appeared 
brighter. 

The observer's distance of 5.0 m represents a 


particular range for each luminous range (Table I). 


Table I. LUMINOUS BUOY RANGE AND CORRESPONDING OBSERVER 


DISTANCE 
Luminous Range of the Observer's Scaled 
Aid-to-Navigation Distance 
4 nmi 900 yds or 0.45 nmi 
5 nmi 11OOr yas or 0.55 Simi 
7 oma: 1390 yd= or 0.78 nmi 
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Coe Ep esOTasruDY 
i Sub wects 
In order to determine the frequency at which to 
present flashtube signals, a pilot study was conducted using 
three subjects. Subjects were trained and qualified in a 
manner similar to that used for the experiment. Four 
different flashing signals were presented to each subject. 
For each signal the subject was required to place the 
illuminated stick and the point source signal being emitted 
Prem the fiber optic side by side. Ten matches were made 
with each signal. 
2. Signal Selection 
The signals used were the 0.4 second flash 
incandescent lamp with a 4 second duty cycle and three 
flashtube signals. The flashtube signals were selected on 
two bases: 
1. The relationship of the frequency to CFF. 


2. The desire to provide a signal of similar duration to 
the incandescent signal. 


MeGieeas DOlNt sOurce of light and a contrast with the 
Surrounding area approaching zero. CFF was determined by 
Berger to be 12 Hz (Graham, p. 257, 1965). Based on these 
criteria, three flashtube signals were selected. The 7 Hz, 
3 flick signal of 0.43 sec duration was below CFF. The 12 
Daeeoeilicwe sugnal of 0.42 sec duration was at CFF, and the 


Tomdeeootbieck Si@mal of O.42 sec duration was above CFF. 
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3. Signal Separation 


The horizontal distance separating the signals was 
also considered during the pilot study. It was desired that 
the entire experiment by a foveal task. Initially the two 
sources (stick and light) were separated by 24.0 ecm or 2.7 
degrees at the observer's position. This should have been a 
marginally foveal task. The source separation was then 
reduced to 14.5 ecm or 1.7 degrees to the observer. All 
three observers indicated that the task of putting the 
Signals side by side seemed much easier with the closer 
separation. Matsubayashi's work in 1937 (Graham, 1965) 
pointed this out in amore quantitative manner. Therefore, 
a Signal separation that was aS small as mechanically 
possible without allowing the stick illumination to 
illuminate the fiber optic and rod was selected--10.5 cm or 
1.2 degrees, at the observer's position. 

4, The Pilot Experiment 

Each subject upon entering the lab went through a 
20-30 minute training session with the two illuminated 
sticks. The fiber optic bundle was then substituted for the 
seeond stick. Each subject was then required to place the 
movable stick side by side with the flashing light from his 
BoOSition. He was given ten trials with each of the three 
flashtube signals and the one incandescent signal. The 


light signals were presented in a randomized order with the 
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ten trials being performed with each signal prior to the 
presentation of the next signal. Positioning error for each 
trial was recorded and a mean positioning error value and 
standard deviation was determined for each light source and 
each subject. 
5. Results and Conelusions of the Pilot Study 

After the testing the results were analyzed on the 
basis of mean positioning error and standard deviation. The 
results from observer #2 were discounted due to his 
demonstrated poor depth perception on previous tests and his 
Minimized variability of performance regardless of the light 


source presented. It can be seen from Table II that 5 


flicks at 12 Hz every 4 seconds provides depth perception 
that appears to be better than that of the incandescent 
source for this small population. Based on these data, 


12 Hz was selected as the frequency for further testing. 
Peevemtt. RANKING OF THE SIGNALS*® USED IN THE PILOT STUDY 


Observer 
#1 #3 


<i 
Q 
><} 
Q 


Signal 
Incandescent 
faze 3 flicks 

ieedz, 5 flicks 

fez, & flicks 


NM — Ww £& 
—- WM WwW £ 
lo — £& NW 
NM — &—& W 


*Signal rank was determined by the distance the sample 
mean was from a correct match, and the magnitude of the 
Standard deviation; lower values indicate closer matches. 
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D. SUBJECTS 

All subjects were volunteers between the ages of 28 and 
37. Nine were Navy or Coast Guard male officers and one was 
an adult female. Three subjects were considered lab 
experienced based on their participation in the earlier 
pumoe Study. 

meenough difficult to quantify, motivation was believed 
to be a very important factor in performance. As with any 
group of volunteers, some seemed more interested in the 
experiment than others. All, except two, were selected on 
the basis that they had had real world exposure to flashing 
marine aids, or to flashtubes as aircraft collision 
avoidance signals. The other two were a Navy Flight Officer 
(non=-pilot), and the adult female. At least one volunteer 
was motivated by the fact that he had heard that a peer had 
been unable to match the stick and the lights. 

All subjects were initially screened on a Bauscn-Lomb 
Master Ortho-Rater. They were given test F-3 for distant 
visual acuity and test F-6 for depth perception. All scored 
20/30 distant visual acuity or better, and the average was 
fomommoute Of 9 Correct on the depth perception test. Two 
subjects, one who scored 8 out of 9 and the other 9 out of 9 
on the depth perception test, were disqualified because of 
wneir inability to match signals in the Dolman Box while the 
female subject, who scored 4 out of 9 on the same test, was 


a Satisfactory performer on the experiment. 
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All subjects were given verbal or taped instructions for 
each training and testing session. Instrucewons. are 
contained in Appendix C. Training for the subjects was 
considered very necessary. Langlands in his work on 
fegautbing retinal disparity stated, "I have no doubt that 
with improved apparatus and greater practice finer binocular 
acuities could be reached" (Graham, 1965). inated! 
training, similar to Howards, was with two sticks of nearly 
equal luminance. The observers were coached in placing the 
sticks side by side. Once the sticks could be placed side 
Dy side the observers were coached on placing the stick at 
equidistance with a non-point source (8.0 minutes of arc) 
light burning steadily. Both of these coaching or training 
sessions lasted 5 to 10 minutes depending on the observer. 

Matching the stick to the steady, non-point source light 
was then used as a qualifying test. Ten depth matches were 
made. With no performance guidelines to follow, three 
factors were considered in this qualifying test: 


1. The distance the mean position of the stick was in 
front or behind the position of the light. 


2. The standard deviation of the stick positions. 


3. The sujects comments on how he was performing the 
Gaisk . 


A goal of a mean stick position value of +/- 6.0 cm in 
relation to the light was initially established as a 


Peieerium for continuing the tests. However, due to the 


Sys 





different luminances of the light and stick, values greater 
than that were accepted if the standard deviation of the 
readings was less than 8 om. Two subjects who were 
considered marginal were allowed to continue and then 
disqualified because of their inability to match the signals 
in the test. An observer who stated that he was only 
Wereening the stick and was returning it to its center 


position, was disqualified. 


E. EXPERIMENTAL DESIGN 
Three independent variables were incorporated in the 


experimental design. 


(fee oagnal type: a xenon flashtube and an incandescent 
lamp were used. 


2. Number of flicks per flashtube burst: esi 4 oma 5 
flicks were presented (can be considered as flash 
duration). 


Seeecarting position: the movable stick was started in 
different positions relative to the light source. 


The dependent variable of the experiment was depth 
perception. Depth perception was measured in cm in front of 
(+), or behind (-), the fixed position of the light source. 
The ten qualified subjects viewed each of the 5 differ- 
ent flashing signals in a sequence determined by a5 x 5 
Latin square. No attempt was made to assign certain 
Subjects a particular signal sequence. The starting posi- 
mem Of the stick was also randomized with 15 different 


Starting postions selected. Different random starting 
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positions were drawn for each signal, but not for eacn 
subject. 

Assuming that a 5 mile buoy had been modelled, the 
observer's station corresponds to a distance of .55 nmi. 
This is a .reasonable situation. If the mariner is 
travelling at 15 knots and has a buoy .55 nmi ahead, he will 
pass that buoy in 2.2 minutes. Therefore, he should be 
making some judgements about the buoy distance in antici- 


pation of turning or adjusting course when it is abeam. 


Petes l PNG PROCEDURE 

Several iterations of a testing sequence were considered 
and tried before a final form was arrived at. The amount of 
training, the number of sources, the number of trials with 
each source, and the number of sessions per subject all 
underwent revisions. Figure 11 is a nominal time-line 
diagram depicting the final testing sequence. 

All testing sessions were held in the evening in the 
optics laboratory after sunset, to minimize ambient light in 
the laboratory. The optical lab did have room darkening 
shades, but the windows which they covered faced west, 
precluding afternoon and evening testing. When the subject 
entered the lab, he was shown the Howard-Dolman Box and the 
String and pulley arrangement for controlling the movable 
stick. He was also shown both the fixed position stick and 


the signal presentation end of the fiber optic and the point 
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Figure 11. 





from which the light sources would emminate. Tllumination 
in the lab was then reduced to a level of about 5 fe and the 
subject was tested on the Bausch-Lomb Master Ortho-Rater. 
The results of the distant visual acuity test and the depth 
perception test were discussed with the subject. No subject 
Was disqualified at this point. All lights were then 
secured and the observer took his position on the stool 5 
meters from the center of the box. Ambient lighting in the 
Weemicy of the box at this point was about 0.0010 fe. The 
Simulated chart lighting was then energized, the two sticks 
illuminated, and the subject was encouraged to move the 
stick and get the feel of the apparatus. When that was 
accomplished, he was instructed (Appendix C) on matching the 
Beemer ons of the two sticks. He matched their positions 
10-12 times and was given feedback concerning his error. de 
was also shown the correct alignment. When he felt comfort- 
able with the task, he was asked to make three matches with 
no immediate feedback, within the one minute time limit 
imposed on each match. Upon completion, these results were 
discussed with the observer. 

The method of adjustment (Woodworth and Schlosberg, 
1954) using the string and pulley arrangement was used for 
mel trials. iitceemeenod, umlake those that force single 
judgements, permitted the subject to move the cart up and 


down the scale at will. He was free to make aS many 
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readjustments as he wished within the one minute time limit. 
When the subject indicated that he had placed the two sticks 
side by side, or the one minute had elapsed, the position of 
the cart (movable stick) was recorded. It was compared with 
tne position of the light or the second stick, whichever was 
being used, and the positioning error in centimeters was 
determined. 

The second stick was then removed from the box and the 
non-point source light was swung into place on the end of 
the fiber optic. Again the observer was coached for about 
8-10 matches, and provided with his results. He was then 
asked through written instructions to make 10 matches, with 
no assistance, as a qualifying test. These results were 
recorded and not discussed with the observer, other than to 
indicate the approximate absolute value of his error and 


1 


whether or not ne would be allowed to continue. Two 
observers were disqualified at this point. The subject then 
took a ten minute break while signals were changed. 

After the break the room lights were secured, except for 
the simulated chart lighting, and a i2 minute period of dark 
adaptation began. MWitig seals per lod the instructions for 
matching the stick to the flashing light signals were read 
per the «subsect. Testing® with thee first flashing light 


source then began immediately after the 12 minute period. 
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The subject was asked to match the stick with each of 
the 5 signals 10 times. The events occurred in the 
following order: 


1. The cart and stick were positioned at the randomized 
Swartling® polmt ter that trial. 


e. The shutter was opened and the observer was told to 
meue. the SticK and the tlashing light side by side." 


3. The observer adjusted the strings until he was 
Satisfied with the side by side positioning. He 
indicated that the sources were matched. 


4. The shutter was closed, the position reading was taken 
and recorded, and the sequence was started again. 


The observer was given 1 minute to make each match and a 
15 second warning prior to the end of this time. After 
matching each source 10 times his comments were solicited 
eemeenrtming his method for accomplishing the task, the 
Vero imety of the lights, and the characteristics of the 
higehnes . 

After presentation of some sources, the testor randomly 
moved the end of the fiber optic to eliminate any cues that 
the subject might have accumulated as to its position. Such 
displacements were 4-8 cm toward or away from the observer. 
The new position of the light source was measured uSing a 
carpenter's square on the optical bench, and was recorded in 


the data as the light position. 


G. DATA ANALYSIS 


The ten trials for each of the five sources’ were 


averaged. The mean value was then compared to the light 
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position and the depth perception error was determined and 

foaemened a plus value (in front of the light source) or a 

minus value if it was behind the light source. These walue 

was X, and was determined to the nearest 0.1 cm. A standard 

deviation was also determined. Absolute mean error was used 

in all subsequent calculations except the reliability tests. 
1. Grouping the Subjects 

An attempt was made to group the ten subjects using 
different criteria, particularly background and experience. 
Three subjects could be identified as having recent 
navigational experience. One had just reported to the Naval 
Postgraduate School from an assignment as executive officer 
on a buoy tender. The other two had reported to the school 
from earlier at-sea tours, but had kept involved in sailing 
and recreational boating. No other subjects had recent real 
world experience in viewing and using lighted aids to 
navigation. 

Other groupings of the subjects were considered. 
Subjects #2 and #6 were both pilots, while subjects #9 and 
#10 had both participated in the pilot study and, therefore, 
had lab experience. Both of these groups were too small to 
provide any significant data. 

2. Statistical Testing Performed 
An analyis of variance uSing repeated measures was 


performed on the data. Sinces this evaluation was the first 
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of its kind, the 0.10 alpha level was selected. The 
Subjects were grouped by recent navigational experience 
(n=3), and no recent navigational experience (n=7). 

A set of planned comparisons between the sources 
were also done. The comparisons considered were the mean 


values of positioning error for the signals as follows: 


iP imeeeencic >) 5 ilbeks, 4, 5, Incandescent, and Fixed 
2 3 flicks > 4, 5, I, Fixed 

a deolicks > 5, I, Fixed 

4, petivers > |, Fuxed 

>. Incandescent > Fixed 


These comparisons were tested for significance at the .10 
level. 

An F test for variability (alpha = 0.10) was also 
performed. Correlations between test conditions were also 


obtained and split-half reliability was determined. 
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Te tees AND DISCUSSION 


Me DESCRIPTIVE ANALYSIS 

A mean positioning error value (x) and a= standard 
deviation were determined for each source, for each 
Subject. Table III contains these values, while Figure i2 
provides a graphical presentation of both the mean and the 
Standard deviations. It is apparent from this graph alone 
that there may be no significant differences in the light 
Sources . 

The results of the separation of the ten subjects into 
two groups, one with recent practical experience (n=3), and 
the group without recent practical experience (n=7) are 
depicted graphically in Figures 13 and 14. Comparing the 
two figures it appears that the group with recent 
experience (subjects #1, 5, and 9) performed differently 
than the other group. Their position errors were smaller 
Weemethe longer duration sources, and their standard 
deviations were smaller than those of the other group, 


except under the 1 flick signal condition. 


eee OLATISTICAL TESTING 
A two way analysis of variance (ANOVA) was used to test 
for differences among the mean position error for the light 


Signals. Taes subjects were grouped into their two 
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subgroups based on recent experience and an ANOVA with 
repeated measures was completed. The ANOVA considered the 
Signals, the subject's experience level and the interaction 
between signals and experience level. in Faadition to the 
interaction term and an error term within subjects, an 
error term between subjects was also calculated. The 
results of this ANOVA appear in Table IV, where no 
Significant differences in the light sources are noted. 

The planned comparisons were made as outlined in "Data 
naeeerets," Chapter II. No significant differences between 
the light sources were noted at the 0.10 level. However, 
the error for the 5 flick signal was significantly greater 
than for both incandescent signals at the 0.20 level. 

An F test for variability was performed to compare the 
overall variances of the experienced (n=3) group with that 
of the non-experienced (n=7) group. NOmersHe on = keane 
difference was found. 

In an effort to further analyze the unexpected results, 
the correlations between the signals were examined. Each 
subject's data were first rank ordered from the smallest to 
largest mean positioning error (Table V). Then the 
Spearman Rank Order Correlation (rho) between ranked 
subject performance under each possible pair of light 
Signals was calculated (Table VI). foe evese ss for 


significance was performed at the 0.05 level with a 
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Daote V. RANKING OF SUBJECT PERFORMANCE BY SIGNAL 


CONDITION# 
Signal 

FP washicuoes wr cK Ss Incandescent 

1 5 : 5 Flashing Fixed 
1 6 3 4 5 1 2 
2 4 1 6 5 3 2 
3 1 5 4 3 2 6 
4 4 5 6 2 3 1 

5 2 Se 6 5 1 So 
6 3 5 6 Za 1 4 
T 3 1 2 eS De y 
8 D 3 4 6 2 1 
9 2 1 3 2 - 6 
10 6 5 2 3 * 1 


*Ranking determined by positioning error 
lowest = 1, Mis@hest = 6 





Table VI. CORRELATION COEFFICIENT (rho) BETWEEN 
RANKED SUBJECT PERFORMANCE UNDER SIGNAL 


CONDITIONS 
Sa gnal 

Flashtube Flicks Incandescent 
Signal 1 3 4 5 Filasn. Fixed 
feerick .09% .61% .73% .60* . 30 
3 flaecks a0 > 44 .56* 56% 
4 flicks Beis. ~30 0 
s flicks . 66 * .60* 
Flashing . 70* 


Fixed 
tSoimenificant at the .05 levél with a 1 tail bt tést 


es 











one-tailed test being used, since a positive relationship 
was expected to exist between all signal pairs. 

Using the split-halves method of forming pairs of 
scores, the data for each light signal were divided into 
ao equal groups. For each light signal the odd-numbered 
trials for each subject were correlated with the even- 
Gumeer=ed trials. [his essentially correlated two identical 
Signals viewed by the same observer under the same 
Gemaitions. The Pearson Product Moment (r) was then 
calculated as a step in determing the reliability 


weapie VIL). 


Table VII. PEARSON PRODUCT MOMENT CORRELATION (r) BY LIGHT 





SIGNAL 
SIGNALS 
Flashtube Flicks Incandescent 
1 3 4 5 Flashing Fixed 
254 eh 5 eos rs ess, 


The "r" yalues were then used to compute ae true 
meliability. Reliability is the degree to which the test 
repeatedly measures the same parameter. The method of 
calculating the reliability when the split-half reliability 


teehnique is used is: 








reliability = - (Bruning and Kintz, 1968) 





feeewe VIiTI shows the reliability for each signal. 


Mabe ViTL. RELIABILITY FOR EACH LIGHT SIGNAL 





SIGNAL 
Flashtube Flicks Incandescent 
71 3 4 5 Flashing Fixed 
oro wy 3 53 a 64 mi 


These values yield an average reliability of 0.63. 


Beet oc USSION 
I; signals 
The "Hypotheses" in Chapter 1 stated that’ the 
Saomeetoning error using the 1 flick or the 3 flick flash- 
tube signal would be significantly greater than the signals 
ae lomger duration. Several methods were used in 


atboempting to identify significant differences in subject's 





posltioning error under different light sources. 
Table IV shows no difference between the light 


Signals. The more powerful planned comparison test 


—— 


Senninmmed this finding. However, significant differences 








were noted between the subjects. The differences among the 
Subjects had been expected, but the lack of any significant 
differences between the light sources surprised the 
investigator. 

IteetSeinveresting to mote the results of the 
correlations performed between each set of signals. The 1 
flick signal correlates well with each of the other 
flashing signals. This means that the positioning error 
With the 1 flick signal is a reasonable predictor of the 
positioning error of each of the other flashing signals. 
That is, there is good positive correlation. Also, each 
flashing signal correlates well with the signal of the next 
longest duration. Furthermore, the incandescent signals, 
both flashing and fixed, are good predictors of each other. 
These positive correlations lead one to believe the cues 
that subjects use for one test signal are being used for 
other similar test signals, i.e., the tasks that correlate 
well are accomplished in a similar manner. 

During the course of the experiment, several 
persons in the visual perception field were contacted and 
the experiment was discussed with them. None were able to 
recommend a better method for measuring real depth 
perception as opposed to two separate image (stereoscopic) 
depth perception. However, one of these people did comment 


on what he termed the "unreliability" of the Howard-Dolman 
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Box. The results of the reliability test provide strong 
evidence of the unreliability of the Howard-Dolman Box, at 
least as it was used in this experiment. The reliability 
was developed from the correlation value (r) which measured 
the correlation of the two identical signals viewed by the 
Same subject. Correlation should have approached 1.0 under 
such conditions and, likewise, the reliability should also 
have approached 1.0 and not have been in the 0.43-0.77 
range. 
Be subjects 

It was concluded that none of the signals provide a 
Significant advantage over another in depth perception, 
that is all were equally good or equally poor. some 
factors which help to explain the results may be more 
closely linked to the subjects than the signals. The 
mariners dislike of the short flashtube signal could be 
Deempped bye characteristics of the signal not readily 
recognizable to the mariner. The spectrum of the xenon 
flashtube (Figure 2) has an appreciable quantity of energy 
on the lower wavelength limit of the eye's photopic 
response (viz. blue). This may seem, to the mariner, to be 
an adverse effect that he is unable to quantify, so his 
immediate reaction is that the flash duration is too short. 

In addition, it appears that the subjects knew when 


the cart was approaching the front end or the back end of 


io 








Piao DOX . This was evidenced by the fact that the limit 
stops were nit only 9 times out of 600 trials. It may be 
that the subjects could tell when they were in the last 
m=, cm of travel of the cart in the front end or back 
end. This grouped the data toward the center of the 
Optical bench, and may explain why the error for the one 
flick signal is not significantly larger than the other 
Signals. 

The small sample size had some impact on the 
Gesuwlts . The depth perception error was measured only 100 
times for each light source. More trials per subject would 
have provided a larger, and hopefully more reliable, data 
base. Additionally, perhaps more training to a certain 
criterion, such as mean positioning error with the fixed 
light, might have been considered. The training sequence 
for the subjects went through several iterations. The 
final sequence of training, on the evening of testing, used 
sources that progressively became more difficult (two 
sticks, then one stick, and finally a non-point source 
fixed light). Training with an incandescent flashing light 
would have been desirable but may have biased the results 


in favor of the incandescent flashing signal. 
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IV. CONCLUSIONS AND RECOMMENDATIONS 


A. EXAMINATION OF THE HYPOTHESES 
The Hypotheses listed in Chapter I were divided into 
two sets which will be discussed here based on the results 
of the experiment. 
Set I 
a. Hypothesis--The mean positioning error value for the 
1 flick signal is significantly greater than the mean 
smear for the 3 flick signal. 
b. Hypothesis--The mean positioning error value for the 
feelaeck signal is, not significantly different from 


the means of the errors for the 4 flick, 5 flick, and 
incandescent signal. 





The first Hypothesis was not supported by the data and is 
| rejected. The second Hypothesis, although supported 
statistically, may lead to erroneous conclusions. One must 
consider the strong evidence presented in Chapter III 
eoneerning the unreliability of the test. 
seu Il 
a. Hypothesis--The mean positioning error value for the 
3 flick signal is significantly greater than the mean 
error for the 4 flick signal. 
db. Hypothesis--The mean positioning error value for the 
Peter swnal ts Nol Significantly different from 
Phemememns Of Fhe sa@rrors for the 5 flick and 
incandescent signal. 


Again, the first Hypothesis wasS not supported by the data 


and is rejected, while the second Hypothesis was supported 
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by the data. However, although the second hypothesis was 
Supported statistically, it may lead to erroneous 
conclusions, again considering the evidence presented in 


Ge@eever [II concerning the unreliability of the test. 


ee BOONCLUSIONS 

In my opinion, there are several reasons why the 
hypotheses were not reliably confirmed. 

The main reason that the hypotheses were not confirmed 
is the unreliability of the test. As listed in Table VIII, 
Chapter III, the reliability values are very low in the 
Split-halves test. Comparing odd-numbered trials against 
even-numbered trials with the same light source for the 


Same subject should result in a reliability approaching 1.0 


Mmyoeead of 0.63. 

However, despite this lack of reliability, the 
correlation between signals followed a pattern. Each 
Signal correlated well with the signal of the next longer 
Gieeeaton, but not with all signals of longer or shorter 
duration. This indicates that there is a relationship 
between the way some pairs of signals are perceived. Both 
incandescent signals are perceived or viewed in a similar 
manner. Subjects use similar cues when making matches with 
these signals. The least relationship exists, as one might 
expect, between the 1 flick flashtube signal and the fixed 


incandescent signal. 
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C. RECOMMENDATIONS 
several recommendations can be made based on the 
results and the experience gained in conducting this 
experiment. These recommendations include modifications to 
the testing procedure to improve reliability, and changes 
to the visual signals. Finally, a proposed pilot study for 
continuing work is presented. 
1. Box Reliability Improvements 
The results obtained from the Howard-Dolman Box 
proved to be somewhat unreliable. It should be possible to 
improve the remnability of the depth perception 
measurements by using the method of limits and by careful 
selection and training of subjects as proposed below: 
ae SUsie™of Mevhnod™ of Limits 
Howard (1919) used a method of limits in his 
veoreing for real depth. In this test method the relative 
position of the two sticks is set by the experimenter. The 
subject does not move the sticks. Howard's observers had 
to state whether one stick was in front of, or behind, the 
other immediately after a brief viewing. After a number of 
trials in which the relative positions of the sticks were 
changed, the experimenter can determine the minimum depth 
perception perceived by the subject. several subjects in 
the current experiment commented that they nearly always 


Knew the direction of the first move after the shutter was 


8 3 








opened, but after making that move they found the task more 


difficult. Several variations on the method of limits are 
available, but another consideration is that the method 
used should account for guesses, as Howard’s did. A major 
drawback to the method of adjustment is now apparent, in 
that there may have been many guesses accumulated in the 
data. The present device is well suited for use with the 
jmeenmod Of limits. 
b. Use Trained, Experienced Subjects 

Chapters II and III provided much discussion on 
the training of subjects and on the performance of a small 
subgroup who had recent navigational experience. The data 
indicate, however, that there is no difference between 
experience levels (Table IV). Based on previous work, 
Cited earlier, training is also an important factor in 
depth perception. It is my opinion, therefore, that 
experienced subjects should be selected and then trained to 
a pre-established criterion with a fixed light. Table III 
might be of some help in establishing that criterion. i 
believe reliability will improve with added experience and 
training. This experience and training would make the 
results less generalizable to the population as a whole and 
Vald limit thee appliecabidity bo that weetion of the 
population using buoys at night. Fortumetvely, Lt isenot 


necessary to generalize the performance of such a specific 
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task to the population as a whole. Lowouldwihoper that the 
training would not impact excessively on performance and 
that it would not yield a task that could be accomplished 
Only in the lab and not in the real world. 
2. Signal Changes 

Three recommendations concerning the output of the 
multi-flick flashtube are presented in this section. 

a. Increase the Frequency of the Flashtube Signal 

The frequency at which the flashtube signal is 

presented should be raised, while keeping the duration of 
the longest flashtube burst constant (0.40 sec). 20 sez 
could have been considered to be a marginal CFF. The pilot 
study indicated by visual inspection of the data that 5 
flicks at 12 Hz was the best signal of the four tested 
for depth perception. However, 8 flicks at 19 Hz was the 
second best and 19 Hz was well above CFF. Observers’ 
comments on how many flicks they saw from the 5 flick 
Signal varied widely. Some saw only one, while others saw 
"three or four." Several subjects saw all five flicks, and 
One claimed that he saw six. 

b. Disregard Power Considerations 

This recommendation is tied directly to the 

previous one. Any future work should disregard any power 
Somsacerations until an effective signal is obteined. 


Experimentation should not be restricted to the lower 


85 








frequencies because they will take less battery power to 
produce. An effective signal should be one where the 
Meee kS are temporally summed and do not appear 
individually. Six flicks at 15 Hz (.40 sec duration) 
Should be considered. 
eS wopectral Output Considerations 
Assuming that these recommendations lead to 
productive work in determining the time duration of a 
multi-flick burst from a xenon flashtube that would lead to 
fixation, then the signal spectrum should be considered. 
As mentioned in Chapter I, "Positive Aspects of a Xenon 
Flashtube," different gases and other elements can be added 
to the xenon to change the spectral output. EP saab Uo 
needed several flicks before fixation could be achieved, 
then the spectral output could be changed to more closely 
approximate photopic response. Then, even with a multi- 
Flick burst the efficacy of a xenon flashtube may exceed 
the efficacy of an incandescent lamp with a comparable duty 
cycle. However, additional work is necessary to determine 
the duration of the signal that is necessary for fixation. 
e ProposedePalot Study 
The first step in any additional work should be to 
fest Well Strained “Stubjects with a@ temporally=fused 
flashtube burst of 0.40 sec. This could be accomplished 


poet 2 "flacks aw 3@ Hz or 20 flicks at 50 ‘Hz, “for example. 
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The threshold value of each subject's depth perception with 
Ues Source should be compared with his threshold value 
With the 0.40 sec flashing incandescent source. iiemedat a 
should then be tested for significant differences between 
waew CWO Signals. A significant difference would then 
indicate that there are factors other than duration 
involved in perceiving depth from a flashing point source 


Pig . 


D. THE IMPORTANCE OF CONTINUING THIS EFFORT 
The question regarding the usability of a xenon 
flashtube signal as a suitable aid-to-navigation has not 
been resolved. A flashtube signal 
is a more reliable light source which for the same 
luminous range iS more conspicuous and more economical 
(longer service periods for both batteries and lamps). 
auecG, 1970). 
Such advantages could save thousands of dollars annually. 
With 4000 lighted buoys and an annual battery cost of $500 
per buoy, a 50 percent increase in battery life would save 
one million dollars annually. However, the disadvantages-- 
Inability to fixate on the signal and interference with 
normal photopic and scotopic vision at short range need to 
be addressed. 
Continued research on the perception of flashtube 
Signals, despite the disappointing findings of this 


evaluation, is essential in light of the potential economic 
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savings and signal advantages of the flashtube. A reliable 
technique for measuring depth perception is needed to 
continue work. Assuming such a technique is developed, a 
more definitive answer could be obtained regarding the 


Optimal characteristics of the flashtube signal as an aid- 


to-navigation. 
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Aeon X 7A 


Menon lUBE OPERATION 


A flashtube lamp iS a gaseous discharge lamp which 
produces very short, high intensity bursts of luminous 
energy. These lamps are used in photography, for viewing 
and timing rotating parts (stroboscopes or strobes), as 
alrport approach lights, and as navigational lights. 

A flashtube consists of a tubular envelope of glass or 
quartz which contains very pure xenon gas at a pressure of 
about 0.5 atmospheres below atmospheric pressure. Other 
gases can be used for discharge lamps and metal halides may 
be added to the gases to obtain a change in spectral output 
(Bamburg, 1981). 

The two discharge electrodes are located in the 
envelope along with a third external electrode (Figure Al). 
With voltage applied across the electrodes the tube appears 
aeeeam, open circuit. When the xenon gas is ionized Dy a 
trigger pulse applied to the third electrode, the xenon gas 
then becomes conductive and a several hundred volt 
discharge occurs between the main electrodes, and the gas 
becomes highly emitting. 

The duration of the flash depends on the path length of 


the discharge as well as the voltage potential. Tyore al 
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memes Of flash duration range from 3 usec to 100 usec. 
The luminous flux produced during a flash depends on the 
voltage, the stored energy in the capacitor, and the type 
of ionized gas. Thermal shock of the envelope and cooling 
pose problems for larger flashtubes. With higher energy 
tubes the quartz envelope is used instead of glass to 
prevent shattering. The ftlasntubes that are utilized for 
short range aids-to-navigation signals have discharge 
potentials of about 300-500 volts and energy storage 


loading up to 10 Joules. Energy storage can be described 


by 





where C is capacitance in farads, and V is potential across 
the flashtube in volts. 

Halide selection for spectral enhancement would be made 
depending on the desired radiation characteristics. Ole 
example, a xenon lamp with a cadmium additive would have 
a different spectral output from a pure xenon lamp 
(Figure 2). Rather than having a spectrum with a spike in 
the blue wavelengths, the cadmium additive would produce a 
flat visible spectrum with very intense spikes at 480 nm 
and 510 nm (Bamburg, 1981). Such additives may increase 
the efficacy of flashtubes which now approximate 30-60 


lumen-sec/ joule (IES, 1981). 
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APPENDIX B 


DEALING thee tGHl SOURCES 


AS stated in Chapter I, the goal of scaling the 
experiment was to provide equal photopic energy from both 
the incandescent and the flashtube sources when 1 flash 
(flick) was provided. The first step was to photograph 
both wave forms as they were presented to the observer. To 
do this a silicon PIN diode was used as a detector and the 
Signal was displayed on the Techtronix 541A Oscilliscope 
using a type L plug-in unit (Figures 3 and B1). No filter 
Was utilized except that which is inherent in the spectral 
response of the silicon photo diode. 

The photometer used was a Techtronix J16 Digital 
Photometer with a J6501 Illuminance Probe. The photometer 
WaS equipped with a multilayered glass filter to model the 
CIE photopic curve (Figure 2), i.e., the spectral response 
of the fovea of the average human eye. The time constant 
of integration was 100 ms, and up-dated readings were 
provided about 6 times per. second. The sensor was a 
Silicon photodiode which had a time constant of about 
200 ns (Wolfe, 1978). The photometer had a measurement 
range of 0.0001 to 1999 fc, and a light acceptance angle 


that diminished to 50% sensitivity at 48 degrees off axis. 
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Because the photometer did not have a very high 
sensitivity, all readings for the observer were taken at a 
Mmeteance of 1 foot and converted to readings that the 
observer would see at 5 meters, by assuming only 1/D° 
spreading. 

Because the responsivity of the photometer was not fast 
enough to measure the illuminance of either the incan- 
descent or flashtube flashes, another method had to be 
devised. This method entailed establishing the linearity 
of the photometer and verifying that it was "seeing" all 
the luminous flux (luminance) in its acceptance angle. 
Then it was necesSary to assign values to the illuminance 
units on the E versus t curve of the flashtube. This was 
done by reading the average illuminance value with the 
photometer and determining its position on tne curve 


graphically. This average illuminance, E could not be 


as 
converted to intensity at the source because the source was 
not omnidirectional. The beam of light from the fiber 
optic filled approximately a steradian but no exact 
measurements of it were made. 3 was directly related to a 
value of To and E. was the average illuminance that would 
be measured, if E from one flick could be measured. Then 
using the Blondel-Rey Law, Tas equivalent fixed light 


intensity, was calculated and plotted and its relation to 


I, was obtained. Then using Allard's Law the modelled 
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distance from the source could be determined using a 4 nmi 
luminous range and the average illumination reading, Eo at 
any distance, 

This was accomplished by locating the photometer 1 cm 
Maem tne fiber optic producing the light source. De Orea ie 
Was made of illuminance versus frequency with the flashtube 
operated continuously over the range from 2 Hz to 100 Hz. 
The illuminance reading at 50 Hz was 0.265 fe with the 
readings remaining constant. At 100 Hz illuminance read 
0.485 fe, again with constant readings. Assuming the 
Silicon photo diode was sensing all the photons, the 100 Hz 
reading should have been twice the 50 Hz reading. However, 
at 100 Hz about 6% of the tail of each pulse was cut off by 
the succeeding pulse (Figure B2). Therefore, the expected 
value at 100 Hz was 0.498 fe while the actual value was 
0.485 fe or a 3% difference, which was considered 
insignificant for this calculation. The photometer reading 
was then called average illuminance (EQ). Figure B2 
depicts this graphically with the solution for ES occurring 
when Ar . Ag, + Apo: 

A luminous range for the buoy was assumed to be 4 


nautical miles (nmi), and Allard's Law 


I = epe/tTP 
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Was used with a threshold illumination (E,) StmOme. i Lux LO 
determine the fixed intensity that would produce a 4 nmi 
buoy. A fixed light intensity of 10.7 ep was necessary to 
establish that range, so it wasS neceSSary to equate both 
Peeomrne lights to a fixed light intensity of 10.7 ep. 

Sonversion from a flashing light to a fixed light 
equivalent is only meaningful at some threshold level. 
With transmissivity equal to 1 both the incandescent and 
the flashtube forms are affected by only the ae Spreading 
and at threshold each I versus t (or E versus t) curve 
Would appear the same as at any distance. 

It is necessary to apply the Blondel-Rey Law to convert 
from a flashing light to a fixed light equivalent. This 


can be done using Blondel-Rey in the form 


Since an I, of 10.7 cp was necessary for a4 nmi buoy, and 
With the assumption that the Blondel-Rey Equation = and 
Cnresnold constant "a" were valid for short flicks (Bates, 
1971), the intensity scale for the I versus t curve for the 
flashtube could be defined. 

(.21 s)(I,) = area under the curve for the entire flash 
uravion, minus (Ii)(t, - t,), assuming that PACtpee to) LS 


very small and can be neglected (Clark, 1971). By 
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iteration a value of I. = 0.25 units was selected, thereby 


yielding 


eee s)(.25 units) Cizegeoeutiurs> (c4 ms) (Figure B3) 


0.0525 s-units 0.0514 s-units 


However, the photometer will not measure I but will 
only measure es which occurred at 4.85 units on the 
E versus t curve. Therefore, with a corresponding to I, 


and 
ieee 19.4 Lo 


a 


Using Allard's Law for any distance: 


2 


(7) 
it 


Choe Ci Caf) D 


where E was measured by photometer at 1 foot and equals 
OO x 107! fe, and converts to E so 2495 7% Taine me at > 
meters. Therefore, the distance corresponding to the 


illumination provided by the flashtube is 


Gl one Oma) 9, 3 
D co oeoa 10 Pat 
eee o4O ft 


Then it waS necessary to scale the incandescent light 
burning steady to correspond to a D of 2640 feet. Ate S 


meters E should be: 
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p= ——-/ <P foe 


6.96 x 10 


6 


Bee ie o4ex 10 fc 


eaeeae | foot 
E = 0.402 x 107 fe 


so E from the steady incandescent source should be 
0.004 x fo fo above ambient illumination. 


l be. With 3 


Ambient illumination measured 0.013 x 10. 
neutral filters of transmittance 20%, 25%, and 62% in front 
of the pick-up end of the fiber optic, an illumination 
eeaaune. at 1 foot of 0.017 x 107 | fo was obtained with the 
incandescent lamp on steady. With the three NFs in place, 
the steady incandescent lamp was the fixed light equivalent 
of the 1 flick flashtube. 

It was then neceSsary to equate the flashing 
incandescent light to the same fixed light source. The 
Blondel-Rey factor for a flashing every 4 seconds, 0.4 
Seconda fiash, with a 1l2 volt, 0.25 amp lamp is 0.63 (USCC, 
1972). The factor was calculated graphically from the wave 
merm as 0.66 (Figure 3). Therefore, when the .62 
transmissivity neutral filter was removed, the steady 
incandescent light became the fixed light equivalent for 


both flashing sources, and an obServers range of 900 yards 


on a 4 nmi buoy was approximated. 
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APPENDIX C 


INSTRUCTIONS TO SUBJECTS 


Shortly after entering the lab the subject was shown 
the apparatus and the mechanics of the stick motion. He 
did not see the signal sources, that is the incandescent 
lamp and the Hi-Con, but did see that the signal 
was presented by a fiber optic. 

"Shortly, I will illuminate the movable stick in the 
bDOX. At that time I want you to take the strings that 
control the stick's motion and move the stick back and 
Hemen:. By pulling with your left hand you can pull the 
Stick away from you. By pulling with your right hand you 
can pull it towards you. Please keep your head in the 
blinders and both eyes open, because I am testing binocular 
[eemton. The red light in front of you is there to maintain 
a constant level of dark adaptation. LE should 7) not 
distract you or interfere with these trials. 

After you become comfortable moving the stick, I will 
then illuminate an identical stick about 6 inches to the 
meetice Of Ghe first stick. I will then ask you to position 
the sticks so that they are equidistant from you, or side 


by side. 
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Once you feel that the distances match, tell me and I 
Will then tell you how accurately you matched the sticks. 
I will then show you the correct alignment. We will do 
this several times, until you feel confident of your 
ability to match the sticks." 

PRAINING WITH STICKS 

"Now that you are familiar with the motion of the stick 
and the matching position of the sticks I am going to 
change the signal on the right from a stick to a steady 
light source. We will conduct training similar to what we 
did with the sticks. After you have matched the stick with 
the light source, I will again tell you your error and show 
you the correct alignment." 

TRAINING WITH STICK AND STEADY LIGHT 

"Now that you are familiar with the motion of the stick 
and matching position of the stick and steady light Il am 
going to test you on your ability to match these signals 
Without my help. 

I will randomly position the movable stick at various 
distances in front or in back of the light source. [ will 
then open the shutter and tell you to 'pick up the strings, 
and position the stick beside the light signal'. After you 
nave positioned the stick, tell me ‘positions matched' and 


release the strings. I will then close the shutter and 
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Start the process again. We will match the stick with the 
steady light source 10 times." 

Pero lLe YING TEST=-MAITCHING STICK WITH STEADY LIGHT 

BREAK 10 minutes 

"Now that you are familiar with and have demonstrated 
an ability to use the apparatus, I am going to change the 
manner in which the light signal is presented. The new 
light source will be flashing also. The flashes may number 
one to five or the light may appear to flicker. 

Again, I will randomly position the stick at various 
Gameeernees in front or in back of the light source. I will 
then open the shutter and tell you to 'pick up the strings 
and position the stick beside the flashing light'. After 
you have matched the two, tell me ‘positions matched' and 
release the strings. I will close the shutter, record the 
data, reposition the stick, open the shutter and start the 
process over again. You will make 10 different matches 
With each of 5 different light sources. 

Remember, try to be as accurate as possible and 
remember there is no time limit." 

iol alco WG SIrICK WITH FIVE FLASHING LIGHT SOURCES 

COMMENTS 
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